05/08/2020 Bad Bat 


Discover ¥ Login Signup 
Sd LZ 








Bad Bat &> 


@11 W1 W¥2 


Chapter 1 by Ashley 

There once was a very small bat 
His very first nickname was Matt 
On that day he flew 

Into the stew 

Oh that very misbehaved Matt 


Chapter 2 by Magdalene (F 


There once was a very small bat 
Whose thirst for blood was sad 
Pathetic crying 

Never lying 

This limerick is really bad 


Write a draft for chapter 3 of 8 (1 draft) 
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